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1» Locations 

..bout 2 kin west of ITikopol (34°2S* 2/47°34* JJ> , 
Ukrainian at a railroad lino leadin'- to tho 

west « 

2* Plant Biotallnt ions i 

1'he plant had three workshops v.i th 1936 inscrip- 
tions,, Of a total of about 17 planned work shoos , 
about 150 netors long, some wore under construction 
iu ijhe nor tirea stern pian^o firsts workshop 

with six mill trains in its western port was com-* 
plated in October 1947 . The steel froae and concrete 
floor of a second workshop end excavations for the 
construction of a third were completed by June 1948, 
Construction sites for additional workshops were sur- 
veyed, The gas Generating station had four Genera- 
tors, three in operation,. Foundations for eight 
additional Generators were constructed. For plant 
layout see Annex 1, 
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3„ V/ork forces 

In the old plant section three shirts each with 
7oC to SCO soviets, 50 percent women; in the 
new plant section one shirt with l,2c.O P" 7 s. 

Concrete xvork was done in three shifts., ** 

4c productions 

pipes, 12 to 2c meters long end 25 to 45 cm 
in" diameter . * Three to four railroad cars were 
loaded with pipes every three days. The first 
new workshop started test production in June 1948 « 

5. Plant installations} 

Extensive enlargements started in 1945 and, accord- 
ing to a -Soviet engineer, machinery, dismantled in 
Rumania in 1945, was installed in the plant in 
1946c The main part of the machinery is of German 
origin, electric motors from AEG and siemens. The 
buildings were in good condition but the stone- 
paved access roads were badly kept« For plant in- 
stallations see \nnex 2, 

6c Tork Forces 

Three shifts each with 3,000 laborers, 30 percent 
women, and additional 6oO p’?s and 2,000 convicts 
doing construction work, ** 

7c productions 

Seamless tubes, 20. meters long and 20 cm in dia- 
meter with threads at the ends and of two types of 
thickness. The plant installations were provided 
for the production of pipes, up to 52 cm in diu- 
metor. ~»Iugs , 2 meters long and 35 cm in diameter, 
came from another plant- After the annealing pro- 
cess the pines are drawn by action of a pointed 
mandrel, then cut, straightened and provided with 
threads at the ends. They were completed at inter- 
vals of 17 seconds. 
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* I I Comment t diving first post-war information 
on tlie plant this report is forwarded, though 
the period of observation dates back to 1947 and 
1948* The soviet Newspaper Trud on 23 November 
1949 reported a 65 percent production increase of 
seamless pipes at the plant, oiiicmlly designated 
*Bolshc*y dhtifel*. 


** | 1 Comments The statements of the two sources 

agree except on the work force. It is assumed that 
the work: force in 1948 was greater than in 1947. 
Discrepancies on the sketches are explained with 
the periods of observation being apart one year® 




i Comment; The construction of 17 new work- 
shops "(■'.fource' 1) seems exaggerated, with the T.rud 
reporting about 3,000 sq. meters new production 
room at the plant by 1949, which indicates essen- 
tial enlargements during the last years. The pre- 
sent stage of constructions cannot be determined 
unless recent information is received. 


3 'win exes : 2 sketches of the plant. 


0 CKF XDDNT I f 1X-C 0NTR0 E/'U O OFT’ 1C 1.08 CULT 


Approved For Release 2002/08/08 : CIA-RDP82-00457R01 060009001 0-8 




Approved For Release 2002/08/08 : CIA-RDP82-00457R01 060009001 0-8 


CONij’lUJSHTIIX-COMT.iCl/Ui CFFIO I VLC OHLY 

l/.^nnex 1 25X1 A 

CENTRA!, 373TR;.LIOEKCE AGTECY I 1 

Le ge nd to ;,. nnex 1 


1 Three old workshops In operation 

2 Hew workshops, at least 150 net era long 

a Six annealing furnaces 

to Throe smokestacks, 70 meters high 

c Six mill trains Tor pipe manufacture 

3 Second new workshop, steel frame completed 

4 Excavations for a third workshop 

5 -Surveyed construction site of new workshop 

6 Transformer station, newly constructed 

a Iloavy power transmission line from zaporo She 
to Outdoor transformers 

7 Two magazines 

8 Unidentified new; construction 

9 Boiler house with two sets of three tooilars each 

la) , three underground pipe lines were com- 
pleted in June 1948 

10 letr oleum station with four bunkers, each 15 
meters in diameter and 7 meters deep under 
surface, two were completed in June 1948, two 
were still under construction . 

11 Bus Generating installation 

a Concreted coal pit 
b Goal conveyer tower 
o Conveyor belt 

d Generator station with 12 projected genera- 
tors, completed, one under construction and 
foundations for eight generators completed „ 
Generators measure 3 meters in diameter and 
15 meters in height 
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0 Gas pipe line, 2 meters in diameter 
£ Concreted coke extinguishing Pit 
g TvsQ coal silos , each 25 meters in 
diameter end 12 meters deep » con- 
creted 

The generators did not start operation 


.12 Garages 

13 .idninistrat ion vrith P; came So 7315/ 6 on the 
third floor 

14 suburban railroad station 
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Legend to \nnex 2 
$ Tube rolling mill 

1 idministration, five-story building 

2 .orkshop , EoCxSOO meters, off-limits to 
F.73 

a Transformer station 
b vurainistration 

o Three smokestacks, 60 meters high 

3 -tolling mill, 2c 0x2ccx25 rasters, steel- 
stx*ueture builaing with three mill trains, 

15 annealing furnaces, 6 travelling cranes, 
three metal saws, three railroad connections, 
three sheet-metal smokestacks , about 60 me- 
ters high, construction office and kitchen 

4 Lathe shop with railroad connection 

5 Transformer station, 00x40x5 meters 

6 forge, iron frame vith concrete filling, 

50:c 50x10 meters, under construction 

7 foundry under construction, 50x50x10 meters 

8 pour underground oil tanks, each 12 meters in 
diameter and 10 meters high 

9 Gas plant under construction, brick building 

10 3lug dump 


B Bath 
C oawmiil 
D iiailroad depot 

« 

G OITf J D J1 IT 1 . .1 -C Ci I f tOl/U 8 OfflCllLJ CKLY 
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